HE following pages will serve as a guide to papers and pub- 

lications of the A.S.M.E. during the calendar year 1935, and 
also to publications developed by the technical committees. 
The publications of the Society may be classified in two general 
groups, regular and special, and were as follows: 


REGULAR SOCIETY PUBLICATIONS, 1935 


Mechanical Engineering, monthly (see index on pages RI-125-133) 

A.S.M.E. Transactions, monthly (see index on pages RI-134-142) 

Student Branch Bulletin, published monthly, except June, July, 
August, and September 

Mechanical Catalog, 1935-1936 edition 


SPECIAL PUBLICATIONS ISSUED IN 1935 


Transactions of the Hydraulic Institute of the Munich Technical 
University, Bulletin 3 (Authorized translation of Mitteilungen 
des Hydraulischen Instituts der Technischen Hochschule Miin- 
chen, edited by Dr. D. Thoma, Director of the Institute, and 
published in German in 1929 by Oldenbourg, Munich) 

Proceedings of the Fifth Conference of Technical Experts in the 
Printing Industries (Philadelphia, Pa., October, 1934) 

1934 Oil Engine Power Cost Report 

Boiler Codes 

Revisions and Addenda to Power Boiler Code, Locomotive Boiler 
Code, Low-Pressure Heating Boiler Code, Miniature Boiler 
Code, and Unfired Pressure Vessel Code, July, 1935 

Low-Pressure Heating Boiler Code, Section IV, A.S.M.E. Boiler 
Construction Code, September, 1935 

Miniature Boiler Code, Section V, A.S.M.E. Boiler Construc- 
tion Code, August, 1935 

Suggested Rules for the Care of Power Boilers, Section VII, 
A.S.M.E. Boiler Construction Code, April, 1935 

Power Test Codes 

Centrifugal Compressors and Exhausters, approved May, 1934, 
published March, 1935 

Reciprocating Steam Engines (revision), approved February, 
1935, published March, 1935 

Instruments and Apparatus 
Part 1, General Considerations (revision), approved September, 

1935, published November, 1935 

Research 

Roll Neck Bearings, published June, 1935 


Standards 

Shafting and Stock Keys (revision), approved October, 1934, 
published December, 1934 

Screw Threads (revision), approved November, 1934, published 
April, 1935 

Jig Bushings, approved October, 1934, published April, 1935 

Drawings and Drafting Room Practice, approved February, 1935, 
published May, 1935 

Code for Pressure Piping, approved February, 1935, published, 
July, 1935 

Hose Coupling Screw Threads, approved October, 1934, published 
July, 1935 

Adjusted Pressure Ratings Steel Flanges, approved May, 1935, 
published September, 1935 

Cast Iron Soil Pipe and Fittings, approved August, 1935, pub- 
lished December, 1935 

Graphical Symbols, approved April, 1935, published December, 
1935 

Wrought Iron and Wrought Steel Pipe, approved November, 
1934, published December, 1935 


Indexes to A.S.M.E. Papers and Publications 
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Papers Presented at A.S.M.E. Meetings, 1935 


The complete technical programs of the meetings of the 
Society and of its Professional Divisions have been published in 
Mechanical Engineering and may be located by consulting the 
index on pages RI-125-133. A considerable number of papers 
and reports included in these programs were not published during 
the year in either Transactions or Mechanical Engineering, but 
were issued in mimeographed or photo-offset form. Complete 
sets of these are on file for reference purposes at the office of the 
Society and the Engineering Societies Library, under the title 
of ‘Miscellaneous Papers Presented at A.S.M.E. Meetings, 
1935.’’ Photostatic copies of any of the papers may be secured 
from the Library at regular rates. A list of these papers and 
reports follows. 


Miscellaneous Papers Presented at A.S.M.E. 
Meetings, 1935 


AuLMEN, J. O., AND Laszio, A., The Uniform Section Dise Spring 

Ansro, Gosta, Power Developments at the Jersey City Plant of 
Colgate-Palmolive-Peet Co. 

Bassett, Preston R., Airport Lighting 

Bax ey, C. H., anp Larson, C. M., A Survey of Lubricants Used in 
the Cotton and Woolen Textile Industry 

Beattie, K. W., Chart for Determination of Water-Hammer Wave 
Velocities in Cast-Iron Pipe 

Beun, Cart, Experiences With Fuel Injection Equipment in Oil 
Field Service 

Bituinas, A. W. K., Dopktn, O. H., Knapp, F., AND Santos, A., JR., 
High-Head Penstock Design 

Bsornsson, C. A., Compressed Air Transmission for Diesel Locomo- 
tives 

Buatspe.L._, A. H., Boundary Layer Flow Over Flat and Concave 
Surfaces 

Boetter, L. M. K., Insulation and Heat Capacity in Reiation to 
Heat Transfer 

Boer.aGe, G. B., anp Broeze, J. J., Ignition and Combustion of 
Diesel Fuels 

Boston, O. W., GILBERT, W. W., anp Kraus, C. E., The Influence 
of Cutting Fluids on Tool Life in Turning Steel 

BromBacuer, W. G., Measurement of Altitude Under New FAI 
Rules 

Brown, C. W., Physiological-Psychological Basis of Comfort 

Brown, Ray, Streamline Tires 

Buppine, NorMan T., Heat-Recovery Design for Petroleum Re- 
fineries 

CamINEz, HaroLp, AND Brown, F. N. M., Large Engine Develop- 
ment 

Cuerry, V. H., anp Boetter, L. M. K., Air Infiltration Through 
Windows 

CONNELLY, JoHN R., AND HERTEL, CHARLES C., Bearing Investiga- 
tion by the Varying Wear Method 

Cooker, Morris LLEWELLYN, Power Distribution Costs 

Covucn, H. H., Propeller Crankshaft Vibration Problems 

Crary, Haro.p, Air Line Traffic Problems 

Cross, H. C., anp Daunte, F. B., High-Temperature Properties of 
Cast and Wrought Carbon Steels From Large Vaives for High- 
Temperature Service 

Cross, H. C., anp Dante, F. B., Long-Time Creep Tests of 18 Cr-8 
Ni Steel and 0.40 Per Cent Carbon Steel 

Rotary Wind Aircraft 

De Ganaut, Cari, Advantages and Possibilities of Shotwelded 
Stainless Steel in Airplane Construction 

Dopson, C. P., The Psychrometric Chart and Its Use 

G., AND BAUMRUCKER, Wo., Jr., Newspaper First 
Impression Printing Problems 

Dreyer, WAtTER, Influence of Water Hammer on Design of High- 
Head Penstocks at the Drum Plant and Tiger Creek Plant 

DunsBar, Howarp W., Surface Finishing by Grinding 

Eaton, GeorGeE C., Oil-Engine-Electric Generating Station Operat- 
ing Costs 

Encer, M. L., Relief Valves and Air Chambers 
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Fou.k, C. W., Suspended Solids in the Foaming and Priming of 
Boiler Water 

Foxwe tu, W. H., anp Woops, B. M., Comfort Cooling Problems and 
the Rural Home 

FREEDLANDER, A. L., Synthetic Resins as a Process Roller Material 

FREEMAN, L. D., Railway Equipment Maintenance 

Friess, G. A., New Development in Color Rotogravure Printing 

Friscu, Martin, Direct Firing of Pulverized Anthracite Silt 

Fritz, L. G., anp Hamiuton, W. A., Airline Engineering and Main- 
tenance 

Gareau, Pau A., Aeronautical Meterology and Scheduled Air 
Transportation 

Geissz, Joun H., The Small Privately Owned Airplane and Its 
Probable Future 

Girton, Mitton D., Airport Management 

Guover, Roserr E., Computation of Water-Hammer Pressures in 
‘Compound Pipes 

Gootrick, Rospert, Engineering Developments of Army Air Corps 

GREENE, Cart F., Stressed Skin Aircraft Construction and Its 
Influence. on Other Engineering Construction 

Grorsseck, Harry A., Jr., The Photomechanics of Color Photogra- 
phy 

Guintuer, L. O., Rubber in Aviation 

Hautmos, EvGene E., The Effect of Surge Tanks on the Magnitude 
of Water Hammer in Pipe Lines 

Harrison, R. E. W., Developments in Modern Drop Forging and 
Their Relation to Current Machine Shop Practice 

Hetanver, LINN, Steam-Turbine Leaving Losses and Vacuum 
Corrections, Appendix B, and Appendix C 

Hemkg, P. E., Radical Developments in Aviation 

Hess, Sot, From Design to Type—Processes in the Manufacture of 
Monotype Matrices 

Hooprr, O. L., Tests of Pressure Rise Due to Gate Closure at Saluda 
Hydro Plant 

Hvuesner, C., Photomechanical Reproduction on Offset 
Plates 

Hvuesner, WILLIAM C., Precision Measurement of Color Values 

Hunt, R. E., The Printing of Metal Paper 

Jewett, A. C., The Graphic Arts Research Bureau 

Joacuim, W. F., The Characteristics of Diesel Fuel Oil 

Jounson, J. B., anp Kennepy, R. R., Recent Developments in 
Metallurgy 

Kerr, 8S. Locan, Water-Hammer Tests in Croton Lake Pumping 
Plant 

Kuen, A. L., Review of Aerodynamics for 1934 

Ko xs, Frep W., Air Filtration 

LELAND, W. E., Design Procedure for Heating and Cooling Installa- 
tion 

Lincotn, H. L., Cooling With Ice in California Valley Summer 
Weather 

MacPuerson, G. R., anp Woops, B. M., A Program of Research of 
Heat Transfer in Unit Coolers 

McE roy, Joun J., Stretch-Out Calculations 

McManay, C. B., Patrolling of Natural Gas Pipe Lines by Airplane 

Merttez, J. S., Recent Photomechanical Developments 

Mirtererr, Sercet D., Supplement of Principles Underlying the 
Rational Solution of Automatic-Control Problems 

Mock, Ricuarp M., Airplane Design and Construction 

Moopy, Lewis F., Simplified Derivation of Water-Hammer Formula 

Myers, Davin A., Can the Human Body Keep Pace With the 
Airplane? 

Nixgs, A. S., Effect of Shear Deflection on Axially Loaded Beams 

Pacon, W. Watters, Cavitation and Erosion Investigated as a 
Problem in Fluid Mechanics 

Parks, Outver L., Aviation Schools 

Perkins, KENDALL, The Air Transport Plane of the Future 

Perry, A. S., Study of Effect of Concentrated Sodium Hydroxide on 
Boiler Steel Under Tension 

Perry, THomas D., Plywood House Units 

Perers, O. S., anp BuckineuaM, F., Control of Bearing Pressures 
in Rolling Mills 

Prescott, Forp L., Military Aircraft Engines of the Future 
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Quick, Ray 8., Surge Control in Centrifugal Pump Discharge Lines 

Reep, Rosert F., Lithographic Research 

Renpvet, T. B., Fuels for Aircraft Diesel Engines 

Ricu, Lester J., Analysis of Los Angeles Weather 

Ricuarpson, Marion B., Analysis of Occupations of College Grade 
Compared to the Engineering Professions 

Rink, GeorGe W., 1934 Progress in Railroad Engineering 

Rowe, Ausert H., The Medical Aspects of Conditioned Air 

Rummet., J. K., anp Hotmes, J. A., Estimation of Dissolved Solids 
in Boiler Water by Density Readings 

Ruscogr, W. J., Observations on the Technology of Rubber-Plate 
Manufacture 

Savaae, W. E., Wing and Tail Flutter, The Causes, Effects, and 
Remedies 

Scuroeper, W. C., Parrripge, Everett P., Effect of Solutions 
on the Endurance of Low Carbon Steel Under Repeated Torsion 
at 482 F (250 C) 

Scuwarz, Ravew H., anp WINKLER, J. Homer, Rubber Plates for 
Letter-Press Printing 

Se.uers, ALEXANDER, JR., How Can Railroad Shops Justify the Use 
of Modern Machine Tools and Methods? 

Situ, P. B., Army Lighter-Than-Air 

SPIELVOGEL, 8. W., AND Kameros, 8., Supplement of Application of 
the “Elastic Point Theory” to Piping Stress Calculations 

Srrevens, Burt D., New Developments in Offset Printing 

Srraus, Freperick G., Brappury, T. A., New Laboratory 
Data Relative to Embrittlement in Steam Boilers 

Tauuey, B. B., Aerial Photography 

Taytor, C. Fayerre, Progress in Aircraft Power Plants for 1934 

Taytor, M. L., Waner, Harry E., anp Couiey, Russe 8., 
Combating Ice 

Tuomas, E. W., AND WEISSELBERG, A., Suggested Recommended 
Practice for Testing Drying Equipment 

TuHompson, SAnrorp E., The Opportunity for Textile Mills to 
Reduce Cost of Manufacturing and Selling 

Harovp M., Color Printing in Daily Newspapers 

VanpeER Eps, H. J., Diesel Engine Insurance 

Viva, EvGene L., Aviation Conditions in America 

Waaner, G. H., anp WALL, J. R., Embrittlement of Boiler Steel by 
Caustic Soda 

Warner, Davin M., New Methods of Testing Aeronautical Ma- 
terials and Parts 

WASHINGTON, LAWRENCE, The Basic Theory of Air Conditioning 

Werks, Water S., Analysis of Cooling Fundamentals 

Wevt, M. N., A Comparison of the Reproductive Quality of Aqua- 
tone and Other Printing Processes 

Wuire, A. O., Rusk, D. O., anp Woops, B. M., Sun Effect and 
Surface Temperatures 

Wuirr, L. Y., Industrial Air Conditioning by Natural or Gravity 
Ventilation 

Wittets, H. N., anp McMutten, F. C., Recent Radio Develop- 
ments With Application to Private Aircraft 

Woopman, J. EpmMunp, Progress in Aeronautical Meterology, 1934 

Woops, B. M., Cooling Rural Homes—A Study in Progress 


Cooperative Study of a Stable 18:8 Without Stabilizing Additions 

Digest of Smoke Ordinances in American Cities and Canada 

Factors in the Selection of Coal for Underfeed Stokers 

Present Status of Cemented Carbide and Other Modern Cutting 
Materials 

Progress in Railroad Mechanical Engineering 

Seizure of Metals at Elevated Temperatures and Methods of Testing 
for Propensity Toward Seizure 

Short-Time Tensile Tests at 850 F of the 0.40 Per Cent Carbon Steel 
Material K-20 


Water Hammer 

Comment on Papers in the Water-Hammer Symposium 

Report of the A.S.M.E. Committee on Water Hammer 

Supplement to the Report of the A.S.M.E. Committee on Water 
Hammer 
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SOCIETY RECORDS 


Publications Developed by the Technical 
Committees 


The Society’s technical committees, the first of which was 
organized many years ago and all of which have been continu- 
ously at work on codes, standards, research and other special 
reports, have developed a series of publications of permanent 
value to the membership. ‘The following list is first presented 
here for record and for ready reference. ‘This list covers the en- 
tire group of publications of these committees completed to date 
which are now available. 

To assist the members in securing copies of these publications 
the sale price is also given. It should be recalled, however, that 
a discount of 20 per cent is allowed to members of the A.S.M.E. 
on all pamphlet publications, except standards and the cases 
specially noted. 


RESEARCH 


Dynamic Loads on Gear Teeth (1982), $1.50 

Determination of Carbonate, Phosphate and Hydroxides in Boiler 
Waters (1933), $1.75 

Fluid Meters 
Part 1—Theory and Application (under revision) 
Part 2— Description of Meters (1931), $1.75 
Part 3-——Selection and Installation (1933), $1.50 

Tests on Electrical Equipment for Drilling Rotary Drilled Oil Wells 
(1933), $0.85 

Tests on Steam Equipment for Drilling Rotary Drilled Oil Wells 
(1932), $0.85 

Roll-Neck Bearings (1935), $1.50 

Bibliography on Cutting of Metals (1866-1930), $1.25 

Bibliography on Deterioration of Condensing Equipment (1845- 
1930), $1.25 

Bibliography on Effect of Temperature Upon Properties of Metals 
(1828-1931), $1.25 

Bibliography on Management Literature (1931), $1.75 

Supplement to Management Bibliography (in preparation) 

Bibliography on Mechanical Springs (1678-1927), $1.25 

Bibliography on Woods of the World (1928), $1.25 

Steam Tables and Mollier Diagram (1930), $2.50 


POWER TEST CODES 


Test CopEs FoR 


Atmospheric Water Cooling Equipment (1930), $0.45 
Centrifugal and Rotary Pumps (1927), $0.50 
Compressors and Exhausters (1934), $0.95 
Condensing Apparatus (1925), $0.55 

Displacement Compressors and Blowers (1925), $0.50 
Evaporating Apparatus (1925), $0.50 

Feedwater Heaters (1925), $0.35 

Gas Producers (1928), $0.55 

Internal Combustion Engines (1929), $0.55 

Liquid Fuels (1930), $0.35 

Reciprocating Steam Engines (1935), $0.65. 
Reciprocating Steam Driven Displacement Pumps (1925),"$0.45 
Refrigerating Systems (1926), $0.55 

Solid Fuels (1931), $0.55 

Speed Responsive Governors (1927), $0.45 
Stationary Steam-Generating Units (1930), $0.60 
Steam Locomotives (1926), $0.55 

Steam Turbines (1928), $0.55 


SupPLEMENTARY CopES AND PUBLICATIONS 


Definitions and Values (1931), $0.40 
General Instructions (1929), $0.35 
Instruments and Apparatus— 
Part 1—General Consideration (1935), $0.35 
Part 2—Pressure Measurement, Chapter 1, Barometers, and Chap- 
ter 6, Tables, Multipliers and Standards (1929), $0.45 
Part 3—Temperature Measurement, Chapter 1, General; Chapter 
5, Pyrometric Cones; Chapter 6, Liquids-in-Glass Thermome- 
ters; and Chapter 7, Bourdon Tube Thermometers (1931), $0.75 
Part 3—Temperature Measurement, Chapter 8, Optical Pyrome- 
ters (1933), $0.40 
Part 4—Head Measuring Apparatus (1933), $0.35 
Part 6—Electrical Measurements (1934), $1.25 
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Instruments and Apparatus (continued) 
Part 9—Heat of Combustion (1932), $0.40 
Part 11-—Determination of Quality of Steam (1931), $0.45 
Part 12— Measurement of Time (1932), $0.35 
Part 13-—Speed Measurements (1930), $0.45 
Part 16—-Density Determinations (1931), $0.35 


Part 17— Determination of the Viscosity of Liquids (1931), $0.50 
Part 18—-Humidity Determinations (1932), $0.45 
Part 21—-Condenser Leakage Tests. Chapter 1 (1928), $0.45 


Part 21—-Leakage Measurement, Chapter 2, Boiler and Piping; 
Chapter 3, Steam Engine Leakage (1932), $0.40 


BOILER CODE 


Power Boiler Code (1933) Including Materials Specifications and 
Addenda to 1935, $2.50 

A.S.M.E. Unfired Pressure Vessel Code (1934) With 1935 Addenda, 
$0.75 

Miniature Boiler Code (1935), $0.50 

Low-Pressure Heating Boiler Code (1935), $0.65 

Locomotive Boiler Code (1927) With Addenda to 1935, $0.55 

Boiler Code Interpretation Service Data Sheets, $0.15 
Annual Subscription, $2.50 

Suggested Rules for Care of Power Boilers (1935), $0.70 

A.S.M.E. Boiler Construction Code, Combined Edition (1936), $5.50 

A.P.L.-A.S.M.E. Rules for Unfired Pressure Vessels for Petroleum 
Liquids and Gases (1934) (no discount), $1.00 


STANDARDS 
Suop Practice STANDARDS 


Shafting and Stock Keys (B17.1—1934), $0.45 

Code for Design of Transmission Shafting (B17¢e—1927), $0.75 

Woodruff Keys, Keyslots, and Cutters (B17f—1930), $0.35 

Tolerances, Allowances, and Gages for Metal Fits (B4a—1925), $0.50 

American Standard Screw Threads for Bolts, Machine Screws, Nuta, 
and Threaded Parts (B1.1—1935), $0.60 

Wrench Head Bolts and Nuts and Wrench Openings (B18.2—1933), 
$0.50 

Slotted Head Proportions; Machine Screws, Cap Screws, and Wood 
Screws (B18e—1930), $0.45 

Track Bolts and Nuts (B18d—1930), $0.40 

Round Unslotted Head Bolts, Carriage, Step, and Machine Bolts 
(B18e—1928), $0.40 

Plow Bolts (B18f—1928), $0.35 

Tinners’, Coopers’, Belt Rivets (B18g—1928), $0.35 

Rotating Air Cylinders and Adapters (B5.5—1932), $0.35 

Jig Bushings (B5.6—1935), $0.35 

T-Slots, Their Bolts, Nuts, Tongues, and Cutters (B5a—1927), $0.35 

Tool Holder Shanks and Tool Post Openings (B5b—1929), $0.25 

Milling Cutters: Nomenclature, Diameters, Thickness, and Other 
Important Dimensions (B5e—1930), $0.75 

Taps—Cut and Ground Threads (B5e—1930), $0.50 

Spur Gear Tooth Form (B6.1—1932), $0.45 

Gear Materials and Blanks (B6.2—1933), $0.50 

Shaft Couplings, Integrally Forged Flange Type for Hydroelectric 
Units (B49—1932), $0.35 

Drawings and Drafting Room Practice (Z14.1—1935), $0.50 


Pire AND FITTINGS 


Wrought-Iron and Wrought-Steel Pipe (B36.10—1935) $0.50 

Code for Pressure Piping (no discount) (B31—1935), $1.00 

Cast-Iron Pipe Flanges and Flanged Fittings for 25 Lb Maximum 
Saturated Steam Pressure (B16b2—1931), $0.40 

Cast-Iron Pipe Flanges and Flanged Fittings for 125 Lb Maximum 
Saturated Steam Pressure (B16a—1928), $0.50 

Cast-Iron Pipe Flanges and Flanged Fittings for 250 Lb Maximum 
Saturated Steam Pressure (B16b—1928), $0.50 

Cast-Iron Pipe Flanges and Flanged Fittings for 800 Lb Maximum 
Hydraulic Pressure (B16B1—1931), $0.35 

Malleable-Iron Screwed Fittings for 150 Lb Maximum Saturated 
Steam Pressure (B16c—1927), $0.40 

Cast-Iron Screwed Fittings for 125 and 250 Lb Maximum Saturated 
Steam Pressure (B16d—1927), $0.35 

Steel Flanged Fittings and Companion Flanges for 150, 300, 400, 
600, 900, 1500 Lb Maximum Steam Service Pressure (B16e—1932), 
$0.65 

Cast-Iron Long Turn Sprinkler Fittings for 150 and 250 Lb Maximum 
Saturated Steam Pressure (B16g—1929), $0.50 

Scheme for the Identification of Piping Systems (A13—1928), $0.50 

Cast-Iron Soil Pipe and Fittings (A40.1—1935), $0.65 
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Lerrer AND SYMBOLS 


Symbols for Mechanics, Structural Magineering and Toasting Materials 
1082), $0.25 

Symbols for Hydraulion (Z10b 1020), $0.35 

Symbols for Heat and Thermodynamics (41006 

Symbols for Photometry and Hhamination (Z10d 

Aeronautical Symbols (Z10e— 1020), $0.35 

Mathemationl Symbols (Z10f 1028), 

Letter Symbols for Mlectrical Quantitios (Z10g1 

Graphical Symbols for Electric Power and Wiring (Z10g2 
$0.20 

Graphical Symbols for Radio 1933), $0.20 

Graphical Symbols for Mlectrical Traction Including Railway Signal 
ing (21005 103838), $0.40 

Graphical Symbols for Telephone and Telegraph Use (Z10g6-1929), 
$0.20 

Symbols for Electrical Mquipment of Buildings (CLO 

Abbreviations for Scientific and Engineering ‘Terma (Z10i 
S040 


131), $0.30 
180), $0.20 


120), $0.20 


1924), $0.20 
1032), 
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Craphical Symbols for Mechanical Kngineering (214.2 -1935) 


STANDARDS 


Engineering and Scientific Charts for Lantern Slides (A151 
$0.50 

Fire Hose Coupling Thread for 2'/s, 3, 3'/s, and in, Connections 
(B26 1025), $0.25 

Production and Field) Inspection of Fire-Hose Coupling Serew 
Thread, $0.25 

Howe Coupling Serew Threads for 1, and 2 in. 
Connections (B33. 1 1085), $0.25 

Rolled ‘Threads for Screw Shells for Electric Sockets and Lamp 
Bases (C44 - 1081), $0.55 


SAFETY 
Safety Code for Elevators (AL7 (no discount), $1.00 


Safety Code for Mechanical Power-Transmission Apparatus (no 
discount) (BIS -1927), 80.35 


Index to Mec! hanical Engineering 


(BR) denotes Book Review, (¢ 


Apvisony ov 
Budgeting of effort under (hd) 


TRANSPORTATION 

Federal aviation commission recommen- 

dation 
TICs 
S.M.E. junior study group on 

ULTURAL ENGINEERING. See Fanming 

Relation to industry 
Aim 

Oxygen for industry from 

Pollution of (S) 


Arm Compressors 
Junkers free-piston 
Standards for rating and testing 
— bearings for (S) 
Rotary-wing efficiency of (8) 
Ain 
Ain, Furow or. See Frow or Ain 


Design of (S) 


ENGINES, 

ENGINES 

Automatic power and mixture control for 
(Ss) 

European, at Paris Show (8) 

Exhaust tail-pipe for (8) 

Forced-draft cooling for air-jacketed (S) 

Fuel-injection pump for (8) 

Hydrogen as auxiliary fuel in compres- 
sion-ignition (S) 

Lubrication (8)... 

Manufacture, Great Britain 

One-pound-per-horsepower Pegasus X 

Testing parts by magna-flux method (S). 


AIRPLANE MANUFACTURE 
Fokker (S) 
Great Britain firm merger (S) 


AIRPLANES 
Biplanes (S) 
Gyroplane (Ed) 
Hornet moth (5) 
Landing of (8)... 
Lanier (S) 
Mignet (8) 
*“Pou-du-Ciel" 
(S) 
Ain Reststance, See AvTOMOBILE 
SIGN, Air-resistance tests 


Ain TRANSPORT 
Federal Aviation 
mendations (8) 
ALCOHOL 
Use for fuel (8) 
Aupen Hypravuric Lanorarory 
Venturi and weir measurements 


Aurorp, L. P. 
Biography of 
Industrial relations (BR) 
Work assignment in silk and rayon manu- 
facturing 


ALLEN, CHARLES M. 
Biograph y of .. 
Discussion of paper by (C). 
Venturi and weir measurements 


ALLoYs 
Beryllium (5). 
Beryllium- copper and beryllium- ~copper- 

cobalt (8)... . 
Heat-resistant (S)..... 
Iron-chromium-aluminum (8) 
K monel metal (8). 
Low-melting-point (8). 
Tungum (8) 

ALLOY 
Magnetic, new K.S. permanent (5). 


ALUMINUM 
Corrosion prevention (3S). 


AMBRICAN ASSOCIATION FOR THE keene 
MENT OF SCIENCE 

Officers of elected : 

Section M plans for St. Louis Meeting. . . 


AMERICAN OF WELDING 
Reorganization 


See Mint VENTILATION 


See also AUTOMOBILE 


(8) 


Dr- 


Commission recom- 


\ 


Volume 57, January-December, 1935 


AMERICAN 


AMERICAN SOCIETY FOR 


Ammncan 


Celebration of American Chemical In- 
dustries Tercentenary 
Heat transfer announcement: 
of 
Amenican NOINEERING Counc 
Annual meeting (Ed). 
Annual meeting, report of. . 
Engineering profession survey 
News notes 
266, 336, 396, 461, 532 , 606, 671, 742, 
Reese assistant sec retary of 


AMERICAN FOUNDRYMEN'S ASSOCIATION 


Announcement of 1935 meeting... . 


American Gear MANUFACTURERS Asso- 


CIATION 
Meeting announcement. . 
Speed reducer rating adopted by. 


American oF 


8. F. Voorhees president of. . 


American or Evectraicat EN- 


GINEERS 
Meeting announcement 
Officers of elected 
American [NatiruTe OF MINING AND Muar- 
ALLURGICAL A.S.M.E. 
Fuel values committee, report of... .. 
PerrRoLeuM INSTITUTE 


Unfired Pressure Vessel Code... 


AMERICAN Screntiric CONGRESS 


Mexico City, nen 8-17, announcement 

Mate- 
RIALS 

Coming meetings of 

Officers for 1935 1936 


AMERICAN Socrery oF Haarine | AND VEN- 


TILATING ENGINEERS 
Meeting announcement...... 


AMERICAN Socirery OF MECHANICAL Nal- 
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